FIRST  CONGREGATIONAL  CHURCH 
LEBANON,  CONNECTICUT 
Gathered  in  1700 
Built  1804-1809 
Destroyed  by  hurricane  1938 
Restored  1939-1954 

Sold  for  the  benefit  of  the 
Parish  House  Fund 


Color  Photography  by  Custom  Studios 


PLACE 
STAMP 
HERE 


POST  CARD 

Address 


S5149 


